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Message Text 


INFO OCT-OI ISO-00 EB-08 /023 W 

01 836 1 041604Z/75 

R04I326ZMAY78 
FM AMEMBASSY QUITO 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 8138 
AMCONSUL GUAYAQUIL POUCH 

UNCLAS QUITO 2963 

E.O. 11652: N/A 
TAGS: BEXP, BENC, EC 

SUBJECT: PRODUCT OPPORTUNITY - INDUSTRIAL FIRE EXTINGUISHING 
SYSTEMS 


1. ALTHOUGH THE STATE PETROLEUM REFINERY IN ESMERALDAS HAS A 
FIRE ALARM SYSTEM, IT STILL NEEDS A FIRE EXTINGUISHING 
SYSTEM. SIMILAR EIRE EXTINGUISHING SYSTEMS WILL ALSO BE 
NEEDED EOR PLANNED CRUDE, REFINED PRODUCTS, AND NATURAL 
GAS PIPELINES. 


2. THE WELL MAND EAVORABLY KNOWN ECUADOREAN EIRM, 

QUIM-ING-CO (REE WTDR REPORTED 78 QUITO 403), DESIRES TO 
ESTABLISH A BUSINESS RELATIONSHIP WITH A U.S. MANUEACTURER OF 
SUCH SYSTEMS TO THE END OF SATISFYING THE NEEDS INDICATED ABOVE. 


3. INTERESTED PARTIES SHOULD CONTACT: 

ING. GUILLERMO FRANCO 

PRESIDENT 

QUIM-ING-CO 

AV. AMAZONAS 242 

P.O.BOX 3611 

QUITO, ECUADOR 

TEL: 525098 OR 232879 

CABLE: QUIMINCO 
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